Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 210640 

71 

ORIGIN OES-06 

INFO OCT-01 EUR- 1 2 ISO-OO PM-04 COME-OO DODE-OO NSF-02 

/025R 

DRAFTED BY OES/OFA/OA:WERB:MAC 
APPROVED BY OES/OFA/OA:WERB 
EUR/CAN - D. KRUSE 

111658 

R 250133Z AUG 76 
FM SECSTATE WASHDC 
TO AMEMBASSY OTTAWA 

UNCLAS STATE 210640 

E.O. 11652: N/A 

TAGS:OCLR, TGEN, TPHY, CA 

SUBJECT: R/V MC ARTHUR TIDE AND CURRENT SURVEY 

REF: STATE 173285 

1 . AS AN ADDITION TO THE CLEARANCE REQUEST DESCRIBED 
IN REFTEL, EMBASSY IS REQUESTED TO ADD THE FOLLOWING 
MOORED CURRENT METER STATIONS TO THE LIST ALREADY 
PROVIDED: 

STATION LAT LONG 


1 

48 

14.7 

123 

40.8 

2 

48 

14.8 

124 

13.6 

3 

48 

19.5 

124 

12.5 

4 

48 

21.2 

124 

11.4 

5 

48 

23.2 

124 

10.2 

6 

48 

24.7 

124 

09.0 

7 

48 

27.7 

124 

32.4 


2. EACH STATION WILL CONSIST OF FIVE CURRENT METERS 
UNCLASSIFIED 

UNCLASSIFIED 
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WITH THE TOP METER 45 FT. BELOW THE SURFACE AND THE 
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LOWEST METER 15 FT. ABOVE THE BOTTOM. A SUB-SURFACE 

BUOY WILL BE 40 FT. BELOW THE SURFACE AND IT WILL BE 
THE HIGHEST PART OF THE ARRAY. STD CASTS WILL BE MADE 
AT EACH STATION. 

3. DEPLOYMENT OF THE ARRAYS WILL BEGIN ON OCTOBER 27, 

1976 AND THE STATIONS WILL BE MAINTAINED FOR APPROXI- 
MATELY 2 MONTHS. RECOVERY WILL BE BEFORE DECEMBER 25. 

1976. KISSINGER 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RESEARCH, SHIPS, OCEANS, MCARTHUR R/V 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE210640 

Document Source: CORE 

Document Unique ID: 00 

Drafter: WERB:MAC 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760323-1343 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760820/aaaaargg.tel 

Line Count: 71 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 173285 
Review Action: RELEASED, APPROVED 
Review Authority: harterdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 JAN 2005 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 APR 2004 by ReddocGW>; RELEASED <1 1 JAN 2005 by harterdg>; APPROVED <14 JAN 2005 by harterdg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: R/V MC ARTHUR TIDE AND CURRENT SURVEY 
TAGS: OCLR, TGEN, TPHY, CA, US 
To: OTTAWA 
Type: TE 
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